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Part II—Section 2 


Notifications or Orders of interest to a Section of the public 
issued by Secretariat Departments. 











NOTIFICATIONS BY GOVERNMENT 





HIGHER EDUCATION DEPARTMENT 


INCLUSION OF THE NAME OF NMV UNIVERSITY IN THE SCHEDULE TO THE TAMIL NADU PRIVATE 
UNIVERSITIES ACT, 2019 (TAMIL NADU ACT NO 14 OF 2019). 


[G.O.Ms. No. 82, Higher Education (K2), 26th February 2021, மாகி 14, சார்வரி, திருவள்ளுவர்‌ அண்டு-2052] 


No. II(2)/HE/132(j)/2021 


In exercise of the powers conferred by Section 9 of the Tamil Nadu Private Universities Act, 2019 (Tamil Nadu Act No. 
14 of 2019), the Governor of Tamil Nadu hereby makes the following amendment to the Schedule of the Act :- 


THE AMENDMENT 


In the said Act, in THE SCHEDULE, in tabular columns (1), (2), (3) and (4), the following entries shall respectively be 
added at the end, namely :- 


(1) (2) (3) (4) 


“4, NMV University, Veeraiyan Saraswathy Registered as a Trust 
Muthuramalingapuram Charitable Trust, No. 103, vide No. 169 of 2015 
Village, Aruppukottai Taluk, Old No. 51, Sampath Nagar, of Book IV, on 
Virudhunagar District. Main Road, Erode-638 011 27-07-2015 in the 


office of the Joint 2 
Sub-Registrar of Erode 
Joint 1, Tamil Nadu.” 


APOORVA, 
Principal Secretary to Government. 
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